Xmas  Chapel  in  St.  Peter  &  Paul's  Catholic  Church, 
at  the  Grotto  of  the  Redemption,  West  Bend,  Iowa. 
This  Chapel  was  built  by  the  late  Rev.  P.  M.  Dob- 
berstein.  Has  stones  in  it  from  every  state  in  the 
union  and  every  country  in  the  world. 
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